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NARA RG104, Entry 1, Box 118 


[Abstract:] Are building a small heating furnace for smith shop... 539 


Edge Moor Iron Company, 
Edge Moor, 
August 14, 1879 


Dr. J.L. Le Conte, 
Acting Supt. U.S. Mint, 
Philadelphia, Pa. 


Dear Sir: 


Not having seen you lately and knowing that you are desirous to have the drawings for 
your furnace completed as early as possible, I write to say that we are building a small heating 
furnace for our smith shop, which will receive its coal supply as in our rivet heating fires, but the 
apparatus for supplying it will be entirely different and if equally effective will have marked 
advantages over that now in use, and I desire to try this before making your drawings. The trial 
of the new feeding apparatus will involve a months delay perhaps, but if this new arrangement 
works satisfactorily, it will be so much more simple and convenient that you would insist upon 
using it, particularly as with it you could, if you desired, have a continuous and automatic coal 


supply. 


Yours Truly, 
Wm. Sellers 


